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THESE MODERN 
FEATURES: 


> 


NO TWISTING ACTION DOES NOT OBSTRUCT 
won't “walk” under pressure insures open work areo 
POSITIVE PARALLEL ACTION TRUNION ASORBS VIBRATION 
up to 200% greater strength will not shake loose 


SIZES 3” TO 12”. A FEW SELECT DISTRIBUTORS NEEDED. 
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Just a flip of the wrist for a Kant-Twist grip 
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A For more details circle NED-81 F3 on enclosed inquiry slip A 


